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MEMORANDUM FOR THE RECORD 
SUBJECT: The New 37-Pin Connector 
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1. LAC has proposed to supply the new connector according 
to the following schedule: 
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DEL. DATE 

9- 28-66 

10 - 20-66 
10 - 20-66 
10 - 20-66 
11-4-66 
11-4-66 
11 - 11-66 
11 - 11-66 
11 - 11-66 
11-18-66 
11-18-66 
11-18-66 
11-25-66 
11-25-66 
11-25-66 
11-25-66 
3-15-67 
3-15-67 
3-15-67 


2. Any changes to the above del ivery schedule will be 
discussed at the 26 October 1966 | | Configuration Board 

meeting . 
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AVD/M/OSA/j 

Dis tribution : 


let (24 October 1966) 


#1 - D/M/OSA 

#2 - D/O/OSA 

#3 - ASD/OEL 

#4 - OXC/O/OSA 

#5 - R&D/OSA 

#6 - D/M/OSA (Chrono) 

#7 - RB/OSA 
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